Sept. 16 1945 
71 Crawford St, 
Newark 2 N.J. 


To The Newspapers 
of Newark N.J. 
Sports Editor 


Dear Sir: 


There is a story in one of the papers today, 
under the heading "Eagles Beat East Orange", in which 
the following staten appears, 

"after The Eagle s had batted in the top 

ef the ninth frame, a light rain began to 

fall and the Newark club refused to con- 

tinue play in spite of the fact that the 
wipires wished to continue.” 


We value the reputation of the ballclub very 
highly, and feel that a statement of this kind may 
give a very wrong impression of what happened. To be- 

vith the rain was not light, but very heavy, 
£ asked the to hold the 

ain subsided a This tr 

xe As a well know hat 


and 
Litt le rain n kes upo 
pene gies w 6. to return to st Orange 
conditions had made it imposs- 
game yesterday, it could heve been 
finished befc game on the Send, 


If the umpire had held the game up just a little 
while waiting for the rain to subside even a little, the 
misunderstanding would never have occured, 


When The Eagles refused to take the field in 
the pouring rain, The fast Orange management ordered 
Avs feave to dvéss, and cancelled the game for next week. 


In fairness to the bellelub, I am sure you will 
feel this side of the story should be given to the fans, 


Very Truly Yours 


+L4vt2y bus mer, 
aseball Club 


